REPORT OF THE COMMITTEE ON NEUR- 
ONYMY. 1 

Presented by the Chairman, BURT G. WILDER, M.D. 

It is recommended: i. That the adjectives dorsal and 
ventral be employed in place of posterior and anterior as 
commonly used in human anatomy, and in place of 
upper and lower as sometimes used in comparative anat 
omy. 1880; 1882; 1889; 1889, A; 1890; 1892. 2 

2. That the cornua of the spinal cord, and the spinal 
nerve roots be designated as dorsal and ventral rather 
than as posterior and anterior. 1880; 1882; 1889; 1889, A; 
1890; 1892. 

3. That the costiferous vertebrae be called thoracic 
rather than dorsal. 1880; 1889; 1889, A ; 1890 ; 1892 ; 
1895. 

4. That, other things being equal, mononyms (terms 
of a single word each) be preferred to polyonyms (terms 
consisting of two or more words). 1880; 1882; 1889; 
1889, A; 1890 ; 1892. 

5. That the hippocampus minor be called calcar ; the 
hippocampus major, hippocampus; the pons Varolii, pons; the 
insula Rcilii, insula; pia mater and dura mater , respectively 
pia and dura. 1880; 1882; 1889; 1889, A ; 1890; 1892; 


1 The October number of the Journal 0/ Comparative Neurology 
will contain an extended commentary upon the Report by the chairman 
of the committee. 

‘‘ The dates after the names refer to earlier recommendations as fol¬ 
lows: 

1880. Paper by the chairman before the American Association for 
the Advancement of Science. 

1882. Anatomical Technology. Wilder and Gage. 

1889. Articles “Brain” and “ Anatomical Terminology.” Refer¬ 
ence Handbook of the Medical Sciences, Vol.VIII. 

1889, A. Report of the Committee of the Association of American 
Anatomists, adopted unanimously at Philadelphia, December 28. 

1890. Report of the Committee of the American Association for the 
Advancement of Science, adopted unanimously at Indianapolis, Aug. 25. 

1892. Report of the Committee on Biological Nomenclature of the 
A. A. A. S., adopted unanimously Aug. 23. 

1895. Report of the Committee of the Anatomische Gesellschaft, 
adopted at Basel, 1895. 
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1895 (excepting that the German Committee retain cal¬ 
car avis , pia mater and dura mater). 

6. That the following be employed in place of their 
various synonyms: 

Mesencephalon. 1880; 1882; 1895. 

Pallium. 1895. 

Oliva. 1882; 1889; 1895. 

Clava. 1882; 1889; 1895. 

Operculum. 1889; 1895. 

Fissura centralis. 1882; 1889; 1895. 3 

F. calcarina. 1889; 1895. 

F. collaterals. 1889; 1895. 

F. hippocampi. 1882; 1889; 1895. 

Cuneus. 1889; 1895. 

Praecuneus. 1889; 1895. 

Claustrum. 1889; 1895. 

Fornix. 1880; 1882; 1889; 1895. 

Infundibulum. 1882; 1889; 1895. 

Vermis. 1882; 1889; 1895. 

Hypophysis. 1882; 1889; 1895. 

Epiphysis. 1895. 

Chiasma. 1880; 1882; 1889. 

Oblongata. 1889. 

Lemniscus. 1889; 1895. 

Monticulus. 1889; 1895. 

Tegmentum. 1889; 1895. 

Pulvinar. 1889; 1895. 

Falx. 1882; 1889. 

Tentorium. 1882; 1889. 

Thalamus. 1880; 1882; 1889; 1895. 

Callosum. 1880; 1882: 1889. 

Striatum. 1880; 1882; 1889. 

Dentatum. 1889. 

In moving the adoption of the Report the chairman 
stated that the Committee thought it better to offer a 
small number of terms upon which action might be 
unanimous. Individual opinion and usage might vary 
from year to year, but the risk of a change or reversion 
upon the part of the Association was to be avoided, if 
possible. 

After remarks by Drs. Spitzka, Mills, and Langdon, 
the Report was adopted unanimously. 

ll.t Cuni.ii (.ui n.ilkt suit us in this case, hut the abamlor- 

11 cut of Rolando for nvlialis is the more essential feature. 



